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observations, we should most probably find that the
projection of the isobar of 29-7 ins. which surrounds
lumber 4 tornado, was really a separate subsidiary
depression. It should also be noticed that all the eleven
tornadoes moved in the same general direction, which was
practically identical with that of the whole system of
depressions.

The general character of all tornadoes is so similar
that the description of one will do for all. We shall
therefore give some of the description famished by an
eye-witness to the United States Signal Office, of tho
tornado marked 3 in the chart (Fig. 58), which is de-
scribed in the reports as the " Delphos " tornado.

" On Friday morning, May 30,1879, the weather was
very pleasant, but warm, with the wind from the south-
east, from which direction it had blown for several clays.
The ground was very dry, and no rain had fallen for a
number of weeks.    About 2  p.m. threatening  clouds
appeared very suddenly in the west (against the wind),
attended in a few minutes by light rain, the wind still in
the south-east.   It stopped in about five minutes, and
then commenced again, wind still the same, accompanied
by hail, which was thick and small at first, but rapidly
grew less in quantity and larger in size, some stones
measuring three and a half inches in diameter, and one
was found weighing one-fourth of a pound.   This last
precipitation continued for about thirty minutes, after
which a cloud in the shape of a water-spout was seen
forming in the south-west, and moving rapidly forward to
the north-east.   The cloud from which the funnel de-
pended, seen at a distance of eight miles, appeared to be